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FM  SECSTATE  WASHDC 

TO  ALL  DIPLOMATIC  AND  CONSULAR  POSTS  COLLECTIVE  IMMEDIATE 
RUEHTRO /AMEMBASSY  TRIPOLI  IMMEDIATE  5316 

UNCLAS  STATE  122164 

SIPDIS 

FOLLOWING  USNATO  00468  DATED  3008 14Z  AUG  07  SENT  ACTION  TO  SECSTATE 
WASHDC,  BRUSSELS,  FRANKFURT  BEING  REPEATED  FOR  YOUR  INFO 
QUOTE : 

UNCLAS  USNATO  000468 
SIPDIS 

DEPT  FOR  IRM/OPS/CST/EUR,  EUR/EX,  OPS  CENTER  FOR  SWO 
FRANKFURT  FOR  RIMC 

E.O.  12958:  N/A 
TAGS:  AMGT  KRIM 

SUBJECT:  LIMITED  TELEPHONE  CAPABILITY  - USMISSION  USNATO 

^1 . The  Digital  Telephone  Link  Between  the  U.S.  Mission  to 
NATO  and  Embassy  Brussels  has  failed.  As  a result,  the 
U.S. Mission  to  NATO  has  limited  Telephone  capability, 
especially  for  incoming  calls.  At  this  time,  technicians  are 


working  to  restore  full  service.  Until  service  is  restored. 
The  following  procedures  can  be  used  to  place  calls  to  the 
U.S.  Mission  to  NATO: 

- INCOMING  CALLS;  CAN  BE  PLACED  BY  CALLING  PREFIX  707-XXXX 
(WHERE  XXXX  IS  THE  NATO  EXTENSION)  VICE  PREFIX  724. 

- THE  U.S.  MISSION  TO  NATO  IS  STILL  ABLE  TO  RECEIVE  AND  MAKE 
IVG  CALLS. 

^2.  Request  this  telegram  be  sent  ALDAC,  SECDEF  and  be 
provided  the  widest  possible  Departmental  distribution. 
NULAND  UNQUOTE: RICE 


